480                  AMERICAN SEWERAGE PRACTICE
WEIGHT OF BACKFILLING
For much designing work, it is sufficient to assume that the backfill will weigh 120 Ib per cubic foot and that the horizontal pressure at any depth due to this fill will be one-third of the vertical piessure Where more precise figures are required, the material which will be used should actually be weighed, in a moist as well as a dry condition, or the information given in Table 133, p. 463, should be employed.